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ELEMENTARY SCHOOL 

Dance in education is not a new idea. It has existed by virtue of dedi- 
cated individuals in the elementary schools under a number of 
aliases— eurhythmies, rhythms, play party games, singing games, 
and folk dance. Coming into the elementary school curriculum as an 
offshoot of the playground movement, the dance materials pre- 
sented were usually happenstance (with a few exceptions in experi- 
mental schools). A classroom teacher may have been interested in 
folk dance or been faced with the necessity to prepare a May Day, a 
pageant, or a festival. 

At the administrative level, interest in physical education for the 
elementary school in the early twentieth century was confined, in 
some of the large cities, to employing supervisors who were ex- 
pected to provide curriculum materials, conduct in-service programs 
for classroom teachers, and visit schools to assess needs and to in- 
troduce or teach new materials. Not until after World War I was 
there an upswing interest in physical education and dance for ele- 
mentary schools. From additional specialized supervisors, row 
called consultants, to special teachers for physical education for 
the elementary school, the program has improved tremendously. 
These changing curricular emphases have resulted in richer offer- 
ings, running the gamut from programs for handicapped or retarded 
children to enrichment offerings for the highly skilled. Hanson sug- 
gests that "Within these programs the trend is away from a conglom- 
erate of isolated activities to a comprehensive curriculum developed 
on a continuum ." 1 




SECONDARY SCHOOL 

Since the turn of the century, folk dance (usually European in ori- 
gin) has been offered in physical education classes for girls in sec- 
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ondary schools. When folk dance lessons were first introduced, they 
were often limited in content and skill and were, as in the eiemem 
tary school, an outcome of the playground movement. 

Formalized exercise programs based upon the systems of physi- 
cal education sponsored by various individuals in different places 
were the order of the day as physical education slowly became a 

classm hC < ; UmcuI 1 um - , Ma L ny ° f theSC P ro 8 rams were conducted in 
classrooms low-ceilinged basement rooms, and hallways. Toward 

the end of the nineteenth century, a few secondary schools in large 
Ss e and fof mn3 f iUmS Wl ?- iCH T rC Primarily e ^ ui PP ed for gymnas- 

tics and for sports using limited size courts. The use of these areas 
specialeven^ 8 SpaSm ° dic and usuaIIy occurred In preparation for 

A V th ,® , thil } ki i l 8 of the leaders in the profession-Wood, Wii- 
iams, Gulick, LaPorte, and Hetherington, influenced by Dewey's 
philosophy— began to point toward the informal program of sports 
acquatics, and dance, slightly more emphasis was given to dance In 
;- 90s ' Louis ChaUf and Melvin Gilbert were the leaders in modi- 
fications of traditional ballet and the promoters of the so-called 
fancy steps. Elizabeth Burchenal was introducing a wide variety of 
folk materials in the schools. Gradually, natural dance appeared in 
the curriculum. This dance form was based upon the ideas of Isa- 

studems UnCan and WaS atCr developed by Gertrude Colby and her 

\>t In , danCe in education was materially advanced when 

Ma^ret H Doubler initiated the first dance major ^t the University 
of Wisconsin. During this period clog and tap dance assumed a lead- 
ing role in dance education and Henry Ford promoted a return to 
the formal square dances of an earlier day, such as the Lancers. 

By the 1930s, the country was sufficiently removed from its 
pioneer beginnings to acknowledge the joy and value of square 
dancing. The teaching of social dance was heavily emphasized as a 
means of implementing the social values of physical education 
Modem dance-stemming from natural dance and from the influ- 

nfhprs— K Martha Do " s Humphrey, Charles Weidman, and 

others began a slow but steady growth in curricular offerings. In 

1931, great impetus was given to dance in education with the estab- 
lishment of the National Section on Dance within the American As- 
soaation for Health, Physical Education, and Recreation 

The advancement of physical education programs was not 
without trauma for teachers and administrators. Until World War I 
with its emphasis upon fitness and recognition of the recreational 

Ztlems of%M ic lT'7^? ementaT y Sch ° o1 Physical Approaches to 

1969)! p 53 / PM SCh °° AdmimStratlon m HPER (Washington. D.C.: AAHPER, 
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needs of service personnel, it was difficult to finance facilities and 
staff for physical education. Immediately after the war mobility and 
better communications enhanced the athletic program and, as the 
result of athletic needs, more gymnasiums and stadiums were built. 
The need for a gymnasium in secondary schools was thereby placed 
on a firm basis. The depression of the late 1920s and early 1930s, 
however, curbed these programs and the extensive expansion of 
facilities. World War II not only emphasized fitness and the recrea- 
tional needs of service personnel but added a new dimension— rec- 
reational needs of war workers in factories, shipyards, and muni- 
tion plants. The Cold War and the possibility of increased leisure 
time have reiterated the needs for enriched curricula and additional 
facilities. 

Until the current scene, studios for dance at the secondary 
school level have dropped in priority behind athletic and aquatic 
facilities. At the beginning of the twentieth century, dance was often 
better off than were sports in the low-ceilinged basement rooms and 
narrow hallways. As gymnasiums were built primarily for basket- 
ball programs, dance was relegated to a low priority in the use of 
these facilities both for class and after-school clubs. Moreover, the 
finish or seal on gymnasium floors made certain dance activities 
uncomfortable and precluded others. Within the past 10 to 15 years, 
there has been a growing consciousness of the needs of girls in sec- 
ondary schools. As dance has proved its worth as a physiologically 
demanding and aesthetically rewarding activity, consideration is 
being given to the employment of specialized teachers and the provi- 
sion of specialized areas for teaching dance at the secondary level. 

COLLEGE 

As was true in elementary and secondary schools, facilities for 
dance education at the college level have developed slowly. The 
gymnasium dominated the scene with dance scheduled "catch-as- 
catch-can” during available hours. As emphasis upon dance in 
teacher preparation increased and as colleges and universities be- 
came more involved in all phases of the arts, auxiliary rooms were 
planned for dance and related activities. Gradually, the status of 
facilities specifically designed to augment the teaching program and 
to emphasize the aesthetic values of all forms of dance was achieved. 
Today many colleges offer a major in dance. 
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Figure 1. Dance studio - University of Oregon 
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This chapter presents the conditions for ideal dance facilities. 

BASIC ASSUMPTIONS 

1. The essential facilities and equipment will be supplied in suffi- 
cient quantity and quality to provide for all dance activities in the 
required and elective curriculums and in the extracurricular pro- 
grams. Particular attention will be given to adequate provision for 
dance performance and observation. 

2. Related portions of the activity complex will be provided and will 
meet acceptable standards. These will include: 

Locker-dressing rooms 
Shower area 
Toilets 

Rest rooms (remote from toilets and showers) 

Public lavatories 
Therapy room 
Storage spaces 

Construction rooms for costumes, props and sets, and music 
(composing and recording) 

Custodial space 
Office space 

Laundry and cleaning facilities 
Box office 
Parking area. 
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3. The following will be provided and will meet established stan- 
dards: electrical installation, lighting equipment, acoustics, ventila- 
tion, heating, floors, walls, sanitation, safety, drinking fountains, 
sound systems, filming and taping facilities, installation of fixed 
equipment, movable equipment, and lines of traffic. 

4. Dance facilities will be designed to serve both sexes. 

5. The dance facility will be readily accessible to outside entrances 
and will be a unit unto itself even if it is attached to, or a part of, an- 
other building. 

6. The dance complex will be constructed, decorated, and furnished 
in an aesthetically pleasing manner and suitable for the pursuit of 
dance as an art form. 

CRITERIA FOR DETERMINING FACILITY NEEDS 

1. Total facilities should be determined according to the amount of 
emphasis placed on various aspects of the dance curriculum such as 
classes needed and areas for individual work and for extracurricular 
and concert practice. 

2. Based on the design of the dance curriculum, facilities should be 
considered in terms of: 

Dance teaching space 

Practice space and choreography 

Rehearsal space 

Performance space 

Research space 

Auxiliary space and equipment 
Classroom space. 

3. At least two distinct areas should be provided: one area for folk 
and social dance and one area for modern dance and ballet. 

PRINCIPLES OF PLANNING FACILITIES 

Cooperative Planning. Potential userj of a dance facility should be 
consulted. Consultants, engineers, architects, administrative offi- 
cials, and teachers should be involved in the planning. 

Present and Future Demands. Facilities should be planned to meet 
predicted future demands as well as immediate needs. 

Site Planning. Disturbing factors such as noises, odors, and traffic 
should be eliminated. The placement of the dance area adjacent to 
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the related arts, particularly music and theatre, is highly desirable. 
Accessibility in terms of location and parking facilities for audience 
members should be considered. 

Standards. Facilities must comply with local and state building 
codes and professional standards for proper and maximum usage 
and should serve fully the purpose for which they are intended. 

Safety and Sanitation. Facilities must conform to safety and sanita- 
tion codes in the location, arrangement, use, and maintenance of 
buildings and areas. 

Economy. Costs of planning, constructing, and maintaining a facility 
should be considered in relation to long-range plans for efficient and 
maximum ute. Expediency should not determine cost. Plans should 
be based on predicted needs and provide for expansion at minimum 
cost. Flexibility of design to permit change is essential. 

Aesthetics. Facilities should be attractive, harmonize with the sur- 
rounding vicinity, and capitalize on the natural features of the 
topography. 

Direct Supervision. Facilities should be designed so that maximum 
and easy supervision is possible. 

CONSTRUCTION OF MODERN DANCE AND BALLET AREA 
Dimensions 

1. A minimum of 100 square feet per person is recommended. An 
area of 3,000 square feet will accommodate 30 students. 

2. If an area is to serve as an informal theatre and instructional area, 
it should be between 4,800 and 5,000 square feet to accommodate 
both the class and the needs of the theatre section. 

3. Full ceiling height of 24 feet is recommended for all dance areas. 
Full height is essential for large dance areas (over 2,400 square feet) 
and 16 feet is minimum height for small dance areas. 

Floors 

1. Dance activities require air space between floor and foundation, 
and “floating” floors for resiliency. 

2. Floors should be of hardwood, such as maple, of random lengths, 
and tongue-and-grooved; they should be laid with the grain going in 
one direction. 

3. Floors should be non-slippery and constructed for easy cleaning. 
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4. The finish should provide a smooth surface upon which dancer 
can glide with bare feet or soft sandals. Tung oil is considered In 

o" wUd se e a, a er SatiSfaCt ° ry alUmaUve light' be^tt 

Walls 

1. Walls should be smooth and easily maintained. 

2. Consideration should be given to having one unobstructed wall of 
neutral background for filming purposes. 

LJV U T p P° rt b * llet barr ”' factors of the walls should be con- 
sidered. Thin walls are inadequate. 



Lighting 

1. Incandescent light is preferable to fluorescent light. 

1 1 u h u Wh “ Ch 3 n ? lso 10 serve as houselights during performances 
control b^ard° ntr ° e ^ ^ "**« « "■» as Irl th~i 

3. Consideration should be given to natural lighting. Large windows 
sow T 10 a ;, aMlhetiC t“ y L and psychologically 8 dWble ato- 

north waTusTep llr 1 ^ ' he beS ‘ '° Cati0n f ° r Windows is the 

filmshowing and studio perfornumcM. ^ ^ “* ^ darke " ed for 

walk nd ° WS ' aeSlhetiCS 



Acoustics and Sound Equipment 

1. When one studio is directly over another or over offices acousti 

cal treatment is necessary. es ' acoustl 

2. Placement of sound equipment such as record player turntable 
microphones, and speakers should be considered in the initial plan- 



3 - A [\ ^equate number of speakers, installed 
should be located so participants can hear both 



near ceiling height, 
music and instruc- 



4. Heavy equipment should be placed 
equipped with rollers. 



on stands of table height 



5. Electrical outlets should be 
be used. 



located close to where equipment will 
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Storage Space 

1. Storage space for sound equipment should be adjacent to the 
dance area and locked. Storage rooms should have double doors and 
a flush threshold for easy movement of large equipment such as a 
piano (see p. 16). 

2. Built-in storage space for records, sound equipment, tapes, and 
musical instruments should be provided. 

3. An area in the storage room where instructors can listen to rec- 
ords and tapes is highly desirable. This area should have adequate 
acoustics, ventilation, and electrical outlets. 

Wiring 

1. Heavy-duty wiring is essential for all dance facilities. Wiring 
should be capable of carrying a portable light board as well as pho- 
nographs, additional speakers, tape recorders, and projectors. Wall 
outlets should be plentiful. 

2. Television conduits should be installed at the time a building is 
constructed. 

Temperature and Ventilation 

1. Temperature should be maintained at 65 degrees. 

2. The air should be well circulated and consideration should be 
given to the use of natural air. 

3. Mechanisms for heating and circulating of air should be as nearly 
silent as possible to avoid interfering with the quality of sound and 
its reception. 

Accessories 

1. Leaf-fold mirrors, which can be folded for protection or curtained 
during performances, may be installed along two adjoining walls so 
that movement can be analyzed from two directions. Wall mirrors 
should be installed flush with the wall and raised 1 or 1 Vi feet from 
the floor (see p. 16). 

2. Ballet barres should be made of wood, stainless steel, or alumi- 
num, and be smooth in texture. The minimum length to accommo- 
date one dancer is 5 feet. Barres from 42 to 48 inches in height may 
be installed permanently; they should extend 6 to 8 inches from the 
wall. If necessary, barres may be placed in front of mirrors. In such 
instances, it may be necessary to use iron pipes for the barres. The 
barre supports may be screwed into recessed floor sockets just in 
front of the mirror, thus facilitating the removal of the barre and 
supports when not needed. 




9 



3. Custom-made percussion cabinets mounted on rollers are a fine 
accessory. They may have a carpeted top surface, slide-out drawers 
lined with felt for small instruments, and larger partitions to accom- 
modate cymbals and drums (see p. 11). 

4. Heavy sound equipment should be built-in or placed on stands 
of table height equipped with rollers for ease of transportation. 

5. Since moving affects the tuning of a piano, this instrument should 
be placed where it will not have to be moved. A piano should be 
placed on an inside wall where it will not be subjected to extreme 
heat or cold, and be protected by a suitable cover and lock. It should 
be placed on a heavy-duty dolly if it is to be moved frequently. 

6. Chalkboards and tackboards are useful accessories. 

7. A glass-enclosed exhibit case for photographs, costumes, costume 

plates, manuscripts, and other items may be installed near the dance 
area. 

8. The atmosphere for dance should be conducive to artistic endeav- 
ors. Soft colors, clear lighting, and spaciousness are pleasing to both 
dancers and spectators. 

CONSTRUCTION OF FOLK AND SOCIAL DANCE AREA 
Dimensions 

1. An area of 5,400 square feet (54 ft. x 100 ft. is suggested) will ac- 
commodate a class of approximately 60 students. 

2. Dance areas are generally rectangular with a length-width ratio of 
approximately 3 to 2 (for example, 90 feet x 60 feet). 

3. Ceiling height should be in proportion to the size of the room but 
never lower than 12 feet. 

4. An outside entrance into a main corridor of the building will pro- 
vide for traffic flow of the relatively large groups using the area. 

Floors 

Floors as described in the section on ballet and modern dance (p. 7 ) 
are necessary. An epoxy finish will enable the use of street shoes 
without damage to the floor. 

Lighting and Ventilation 



Acoustics and Sound Equipment (See p. 8 ) 
Storage Space (Seep. 9 ) 

Wiring (See #1 under Wiring, p.g ) 
Temperature and Ventilation (See p. 9) 
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Figure 2. Custom-made percussion cabinets and gel cabinet. (Courtesy of 
University of Nebraska-Lincoln ) 




Figure 3. Light and sound equipment, and custom-made small dimmer 
board. { Courtesy of University of Nebraska-Lincoln) 
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Accessories 

1. Racks for coats and books should be installed either within the 
dance area or along the outside corridor wall. 

2. Tackboards, chalkboards, and display cases are highly desirable. 
DANCE PRODUCTION AREAS 

While a well-equipped theatre is the ideal dance performance area, 
it is not always possible to have such a facility. The alternative is to 
provide a large area for both instructional and performance activi- 
ties. The area may be equipped with a balcony for observation of 
classes and for audience seating during performances. Other seat- 
ing arrangements may also be desirable. A large area may be 
equipped to provide for arena or proscenium staging, or both. 

Arena Stage 

Performance Space. The performance area should contain between 
875 and 1,200 square feet. 

Seating Space. The most desirable seating capacity for perfor- 
mances should accommodate 30C to 500 people. The entire perform- 
ing area should be visible from all seats. The seating arrangement 
should be flexible. Seats may be on movable risers so space may 
be used in a variety of ways. Raked seating is essential. Adequate 
entrance and exists should be provided. 

Lighting. Lighting should be available from all directions. It should 
be possible to use gels on all lights except houselights. All lights 
should be on separate dimmers. A sufficient number of electrical 
outlets should be available. When possible, all lights should be op- 
erated from a single console within the control booth. 

Sound Equipment. Equipment should be operated from a control 
booth. Speakers for amplification should be placed so both per- 
formers and audience can hear. 

Control Booths. Provision should be made for control booths or 
areas to operate lights and sound. 

Wiring. Wiring should be adequate to carry a protable light board, 
a phonograph, tape recorder, speaker system, and projector. 

Proscenium Stage 

Performance Space. The minimum performance area should be 
1,200 square feet (30 feet by 40 feet). The two wing areas combined 
should be equal to the amount of visible stage space. Space should 
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be provided for musicians, chairs, and lighted music stands. Place- 
ment of musicians should not interfere with the visibility of the 
stage or the sound of the music. 

Seating Space. A balcony with permanently installed raked seat- 
ing is preferable. The entire performing area should be visible 
from all seats. The number of seats should be planned for esti- 
mated size of audience. 

Curtains, Teasers, Battens. Hand control is preferable to a me- 
chanically-controlled front curtain. Side curtains (legs) or flats 
should be provided on both sides of the stage for entrances and 
exits. Flexible tracks to move the curtain horizontally should be 
considered. Asbestos teasers and tormentors are needed for safety 
and masking. Battens to be used for hanging scenery, sky drop, or 
film screen should be suspended above the visible stage area. 
Provision should be made for lowering and raising battens for the 
attachment of scenery. Lines should be attached to a pin rail lo- 
cated at one side of the stage. The back wall should be free of visi- 
ble obstructions. Curtains and flats should be light, absorbent, and 
of neutral or dark color. 

Lighting Equipment. Provision should be made for side lighting, 
front strip lighting, and overhead border lighting. (Three separate 
circuits should be provided to be used singly or in combination.) 
There should be front ceiling beam lighting, balcony lighting, or 
both. Crawl space should be provided in the ceiling above the 
beam lights to permit focusing and repair work. It should be pos- 
sible to use gels on all lights except houselights. All lights should 
be on separate dimmers. A sufficient number of electrical outlets 
should be located in floor pockets in the wing space. A low wattage 
light should be installed for cueing performers and crew members 
at the side of the front stage. When possible, all lights should be op- 
erated from a single console within the control booth. 

Sound Equipment. Equipment should be operated from the con- 
trol booth. Speakers for amplification should be placed so both 
performers and audience can hear. An intercom should be used to 
link the backstage, dressing rooms, and control booth. Telephones 
to handle outside calls should be located in the box office and 
backstage. The backstage phone should be equipped with a signal 
light. 

Control Booths. Control booths for lights, sound, and projections 
should be centered at the audience end of the facility and should 
include soundproofing, a large window for viewing the stage, built- 



in counters and shelves for storing equipment, and an intercom for 
communicating with the backstage area. 

Auxiliary Areas 

Costume Room. A costume room for constructing, fitting, clean- 
ing, and storing should be a minimum of 400 square feet and be 
equipped with or accessible to: 

Cutting table 

One or two sewing machines 
Three-way mirror 
Ironing boards and steam irons 
Washing machine and dryer 
Cleaning machine 
Two laundry tubs 

Built-in cabinets with shelves and drawers, and racks for hang- 
ing and storing costumes 

Double door with a flush threshold to facilitate moving cos- 
tume racks 

Tackboard and chalkboard affixed to one wall. 

Dressing Rooms. Dressing rooms should be provided for men and 
women. They should be equipped with: costume racks, chairs, 
wash basins, lighted mirrors, toilets and showers, and a first aid kit. 



Make-up Room. The make-up room should be located between the 
men's and women's dressing rooms and be furnished with: lighted 
mirrors, built-in shelves, make-up tables, chairs, wash basins, and 
storage space. 



Scene and Prop Room. The scene and prop room should be located 
as close to the stage area as feasible. It should be a minimum of 
400 to 500 square feet and have a ceiling height of at least 16 feet, 
although 24 feet is preferable. The floor should have a paint-resis- 
tant surface. Proper ventilation is necessary to avoid fumes from 
paint and glue. The room should be furnished with: built-in bins 
and shelves for storage of nails, brushes, screws, paints, and glues; 
a pegboard mounted flush with the wall for hanging tools; a built- 
in workbench; a wash sink; outlets for electrical tools; and a chalk- 
board and tackboard. Storage space for props should be a mini- 
mum of 500 square feet with a 24-foot ceiling; it should be easily ac- 
cessible to the backstage area. 
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Box Office (Ticket Booth). The box office should have locked 
racks for tickets, a locked drawer for currency, a telephone with 
an outside line, and an intercom to the backstage area. 

Foyer. It is desirable to provide a social area where the audience 
and performers may meet following a production. It should be situ- 
ated adjacent to the performing area and include attractive decora- 
tions, a comfortable seating arrangement, display cases, and an ad- 
joining small kitchen for preparing refreshments. 

INSTRUCTIONAL AND LABORATORY FACILITY NEEDS 
BASED ON THE SIZE OF THE DANCE PROGRAM 
AND CURRICULUM 

Teaching Space 

1. There should be a minimum of one large teaching and perfor- 
mance area. This area should have a 24-foot ceiling and resilient 
floors, and be equipped with special lighting for performance, 
sound equipment, a communications media, an observation bal- 
cony, and good ventilation and lighting. 

2. Two additional areas should ue provided: an area for ballet and 
modern dance, and an area for social and folk dance. 

3. Provision should be made for well-designed and well-equipped 
classrooms and seminar and lecture rooms for instructional use. 

4. In addition to the performance area, there should be rehearsal 
space that is somewhat larger than the area designed for perfor- 
mance. 

5. There should be an area for practice and choreography that is 
equipped with phonographs and tape machines. 

6. A library and reference room with an adjoining study area for 
books, music, records, tapes, and copying machine should be avail- 
able. 

7. Provision should be made for a soundproof recording studio 
large enough to accommodate a piano and small orchestra, turn- 
tables and tape recorder. It should have built-in shelves for storage 
and be not less than 300 square feet. 

8. Storage space for musical instruments should be provided. 

Office Space 

1. There should be a centralized office for unified administration. 

2. A private office and conference space for the director of the 
dance program should be available. 
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3. There should be office space for faculty members and for tech- 
nical personnel. 

4. Supporting space for office equipment and storage should be 
provided. 

Auxiliary Space 

1. It is desirable to have a reception-social room (with adjoining 
kitchen) for use by students, faculty, and community groups on 
special occasions. 

2. Locker-shower areas should be available for students and fac- 
ulty of both sexes. 

3. A faculty conference room should be provided. 

4. A rehabilitation or therapy room is desirable. 

The fixed capital outlay plus the operating and equipment 
costs of the facilities discussed in this chapter represent large bud- 
getary items. Therefore, every effort should be made to select a 
suitable site, ensure proper maintenance and cue, and provide 
adequate supervision and maximum use. 





Figure 4. Facilities designed specifically for dance at the high school level. 
Note storage facilities (reflected in mirror). (Courtesy of Joliet Township 
High School, Joliet, Illinois) 
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Chapter II presented suggestions for ideal dance facilities. Because 
local conditions may demand modification of ideal dance facilities 
while a dance program is being developed, this chapter points to 
some of the adaptations that may be feasible. 

ELEMENTARY SCHOOL 
Current Practices 

A limited survey, geographically spaced, was conducted in an ef- 
fort to ascertain the type of facilities currently used in elementary 
school dance programs. The survey (28 respondents) revealed that 
small gymnasiums were used the most frequently, with cafeteria- 
gymnasiums, multipurpose rooms, and auditorium-gymnasiums 
following in close order. The size of classes ranged from 25 to 70 
pupils with 30 being the average size. 

With regard to floor surfaces, hardwood predominated with 
linoleum tile running second. Mention was made of the need for 
heated floors in winter. 

As far as equipment was concerned, all schools but one had a 
record player with convenient electrical outlets, but just over half 
the schools reported having sufficient recordings. The same was 
true of movable tables with rollers for record players, and of con- 
trolled speeds and amplification of recordings. Tape recorders 
were available in approximately half the schools. There was some 
evidence of percussion equipment, principally rhythm band instru- 
ments, with a few schools having either a Chinese tom-tom or a 
Gretsch dance drum. Three-fourths of the schools reported chalk- 
boards and nearly half of them reported bulletin boards in use as 
teaching aids. Approximately half <f the schools cited that storage 
space was available for recordings and percussion instruments. 
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Use of Limited Facilities and Equipment 

Practically speaking, it is impossible to secure ideal dance facilities 
in all situations at the elementary school level. Community socio- 
economic conditions virtually negate such a dream. Lack of ideal 
facilities and equipment is no reason to omit dance experiences 
for children, however. An outstanding authority on children's 
movement experiences has stated that a multipurpose room is quite 
adequate for the dance program. Another expert found that chil- 
dren can be taught to move lightweight classroom furniture effi- 
ciently so that dance space is available. By constant attention to 
opportunities for renovations in a school (or a school system), one 
may ask for use of renovated space, for installation of bulletin 
boards and electrical outlets, and even for changes in floor sur- 
faces. Teacher initiative is a priority if space for dance is to be 
acquired. 

Recommendations 

Dance areas for elementary school children should be large enough 
to accommodate approximately 30 student*. Rooms below ground 
level are inadvisable because of possible dampness and lack of 
a equate ventilation. As increasing numbers of elementary schools 
are built on a one-floor plan, with outdoor exits for individual 
classrooms, basement facilities will gradually vanish. 

Hardwood is advised for dance floors. Tile floors, which fre- 
quently are laid directly on cement or concrete, are cold to the 
touch, and often slippery. Because tile flooring allows no re- 
siliency for foot action, it is conducive to painful shin splints. 

There is no answer to the exact type of dance facility that 
should be provided. Except under unusual circumstances, eco- 
nomics rule out the provision for a dance studio. The combination 
gymnasium-lunch room is not recommended because of loss of 
time for classes before, after, and during lunch hours, and the 
health hazards of dust on food and lunch debris in the activity area. 
The stage-auditorium, stage-gymnasium, small gymnasium, multi- 
purpose room, or large playroom may be used if adequate electri- 
cal outlets and wiring for record players, tape recorders, and mini- 
nal stage lighting can be provided. 

The rather informal dance programs presented at the elemen- 
tary school level can often be accommodated by seating the chil- 
dren on the floor and the visitors on chairs around three sides of 
one end of the dance area. Usually storage space for recordings 
and simple percussion equipment is available in, or adjacent to, 
such areas. Many physical education items can be used in the 
dance program. Jumping ropes, balls, boxes, benches, mats, and 
other play apparatus lend themselves to creative uses. 
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Dance for children has become an established activity in ele- 
mentary school programs. It can only take place, however, when 
space and equipment are provided, time is allocated, and leader- 
ship is available. 



SECONDARY SCHOOL 
Current Practices 

It is extremely difficult to secure information on dance programs 
at the secondary school level. However, in a recent, limited survey 
(19 respondents), 12 schools reported dance studio facilities and 3 
schools reported regularly scheduled use of the gymnasium. The 
size of areas varied from extremely small to extremely large, with a 
rectangular shape being most common. In height, the areas varied 
from 8 feet to 40 feet. Record players were available in 16 schools 
and tape recorders were available in 10. Percussion instruments, 
drums predominating, were also in use. Eleven schools mentioned 
having closet space set aside for costumes; one school had a full 
costume room. Eleven schools reported mirrors with seven of these 
having extensive mirrored areas. Six schools stated that ballet barres 
were in use. Thirteen schools cited wooden floors, while tile floors 
were used in four schools. One school stated that excellent addi- 
tional practice space was available, and six schools noted that 
smaller additional space was available only when not in use by 
other groups. 

Use of Limited Facilities and Equipment 

Few secondary schools have specialized facilities for dance. One 
reason is that there has not been adequate emphasis on dance in 
the secondary school curriculums. There is some indication, how- 
ever, that specialized concentrations (dance, sports, aquatics, gym- 
nastics) in teacher preparation, and cultural emphasis upon the arts 
are beginning to alter this pattern, particularly in suburban areas 
and in certain consolidated school districts. As these programs be- 
gin to establish their value, obtaining facilities will become easier. 

Meanwhile, the standard gymnasium can be used. Teachers 
who are interested in providing dance experiences for their stu- 
dents can: plan curricular units, secure a few portable barres, bor- 
row a record player and/or tape recorder from the audiovisual 
supply room, find storage area for a few percussion instruments, 
and secure space for a costume closet. The floor with the usual 
gymnasium seal on it is not ideal but can be used. The battle for 
time allotments and space assignment is perennial. Interest and 
effort can perform wonders. 
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Recommendations 

A minimum dance facility should provide 100 square feet per stu- 
dent, one dimension to exceed 60 feet; full length mirrors at a cor- 
ner for analysis of skill from two directions; a speaker system de- 
signed to distribute sound evenly throughout the room; a control 
system for record players and microphones; and practice barres on 
one wall at heights of 34 inches and 42 inches. "For modern dance, 
the floor should be of hard northern maple which has been sealed 
and then buffed with fine abrasive." 1 

Additional suggestions follow.- 

Equipment. As in the case of the elementary school, physical edu- 
cation equipment such as balls, ropes, and gymnastic apparatus can 
be used. Stall bars, if available, are an excellent substitute for 
ballet barres and a fine medium for creative activity. 

By wise planning, basic equipment (recordings, percussion 
instruments, and portable lighting boards) can be floated from 
school to school for production use. 

Portable percussion racks made in an industrial arts depart- 
ment solve the problems of easy storage and efficient class and 
program use. Portable mirrors, 6 feet tall and 8 feet wide, can be 
constructed IV 2 feet from the floor on rollers and moved into the 
dance area if wall-mounted mirrors are not feasible. Portable ballet 
barres of lightweight aluminum are desirable when unobstructed 
wall space is at a premium. 

Floors. Poor floors should be covered by a square of battleship 
linoleum rather than a ground cloth. 

Areas. Investigation of the following areas may reveal available 
spaces for dance: adaptive rooms, gymnastic rooms, weight control 
rooms, recreational game rooms. Careful pre-planning of new fa- 
cilities suggests the possibility of combining two or more of these. 

Two community resources are feasible-churches and locai 
theatre groups. Churches are now interested in dance. Either tem- 
porary or permanent use of a large classroom or a church auditor- 
ium may be possible. Community theatre groups are adding dance 
experiences for all age levels to their gamut of activities. It may be 
possible to arrange for use of their areas during the school day. 

The possibility of pooled resources in the performing arts— 
dance, drama, music-opens wide potentials in the development of 
excellent facilities, economy in their use by several departments, 
and rich experiences in multimedia. 
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Performing Arts for Modern Dance or Ballet 
(See Proscenium Stage, p. 12) 

1. The stage should be situated at the end of the room which can 
best provide entrances for the dancers and which is out of audience 
view. 

2. The stage can be formed by curtains or flats. 

3. A back curtain should have a center opening and be hung at least 
three fee ? forward of the back wall to provide crossover space for 
the performers. 

4. In the case of a raised stage, the front curtain should be set back 
about four feet from the raised edge to provide an apron (fore- 
stage). 

5. Side curtains or flats should be provided. 

6. If curtains cannot be used, an open stage is advisable. The fold- 
ing mats used in physical education can be set on edge to form en- 
trances and exits. Flats and portable screens are alternative pos- 
sibilities. 

Performing Area for Folk and Social Dance 

1. Roll-away bleachers can be installed at one end of the room. 

2. Provision should be made for storage of folding chairs which 
can be placed along the side walls. 

3. An auxiliary performing space can be a patio or other outdoor 
area, such as a dance green or a broad, level surface at the entrance 
to a school building, which can be adapted for occasional use for 
dance performances. A square area of battleship linoleum may be 
placed on the cement surface and taped down to protect the 
dancers' feet and legs. The covering comes in wide strips which 
can be taped together and rolled and stored when not in use. 

As in the case of elementary schools, specific dance facilities 
are not feasible in all secondary schools. Dance is possible, how- 
ever, dependent upon the teacher's interest, effort, and ability to 
adapt to the situation. 

COLLEGE 

As new facilities have been constructed and older facilities remod- 
eled in the larger colleges and universities, there seems little ex- 
cuse for omission of areas specifically planned for dance. The in- 
creasing emphasis upon dance as a major field and the increasing 
interrelationships among the performing arts have placed dance in 
a position of importance in college planning. 
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f n smaller colleges, the economics involved in class loads 
staffing and use of facilities frequently hmit expenditures of capi- 

l f c U r ° n f da " Ce facll ‘! ies< As is true in most secondary schools, 
the solution to this problem seems to be in the sharing of general 
facilities, plus special provision for dance accessories such as re- 
cordings, record players, percussion instruments, and tape record- 
ers. Standards m Chapter II and suggestions for modifications in 
this chapter can serve as guidelines toward the provision of facili- 
ties tor a functioning dance curriculum on the college level. 



